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625 ARCH ST., PHILA. 
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ELECTRIC FAN MOTOR, 




TESTED, ENDORSED and ADOPTED 

BY THE 

CHICAGO EDISON CO., 

AGENTS FOR 

COOK CO., ILL. 
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HE trade demand has been and is for 
a Cheap, Efficient^ Economical, Durable 
Fan — one that will not get out of order, 
and will operate noiselessly. All of these 

essential features arc complied with and 
combined in the 

Paragon Ironclad Fan. 



This Fan is the result of several years ex- 

Hence in this field and a careful consideration of 
the requirements of the trade, and I feel confident 
that I have a Fan that will give perfect satisfac- 
tion in every respect. 
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The Paragon is wound in series, giving greater effi- 

These fans are also made to suspend, and as a ceiling 
fan with 36-inch sweep. 

I make the following claims for the Paragon Fan 

Motor: 

1ST. cheapness of cost. 

2d. DURABILITY. 

3d. ECONOMY. 

4th. EFFICIENCY. 

5th. HIGH SPEED. 

6th. FLAT END BEARING BRUSHES, COVERING WHOLE 
WIDTH OF COMMUTATOR. 

7th. NOISELESSNESS. 

8th. CONVENIENCE IN HANDLING. 
Uee handle.) 

9th. 3 SIZES, 12, 14 AND 16-INCH FANS. 

Trusting that the above claims will be carefully appre- 
ciated and considered by the trade in placing their fan 
motor contracts for the coming .season. 



PRICE LIST 



•••««. PARAGON FAN MOTORS™.-. 



AND PARTS. 



12-inch Fan, two speeds, 1,500 and 2,000, 115 Volts, Plain Dipped.. $28 00 

,, .. .1 .. -. M «- " «« " " 30 OO 

16 " " ' " 35 00 

Polished Brass, 12-inch $2 *o extra. 



14 

16 
Nit kel-Plated, 12 

14 

if, 
Armature for 12-inch Fan Motor. 



2 75 

3 25 

3 25 

3 5o 

4 00 

$8 00 

,, » « • ' " 1 o 00 

" 16 " " " 1300 

Commutator for 12-inch Fan Motor..... 2 00 

'• r 4 " " " 2 SO 

"16 3 00 

Bearings, each ° 75 

Oilers, each ° 75 

Brushes, set ° 4<> 

Field Coils for 12-inch Fan Motor, set 5 °° 

" 14 and 16-inch Fan Motor, set... S 00 

Brush Holders, each ° 75 

Rubber Feet, each ° IO 

Rheostats, complete for 12-inch Fan Motor 2 50 

"14 3 50 

"16 5 00 
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Plain Dipped Fan $r 50 

Polished Fan... 2 50 

Xickel-Plated Fan 3 50 

Black Fan 1 75 

Piain Dipped Fan 2 00 

Polished Fan 3 00 

Xickel-Plated Fan 4 00 

Blai k F'an 2 50 

Plain Dipped Fan. 4 00 

Polished Fan.. 5 00 

Xickel-Plated Fan 550 

Blai k Fan . ... 4 50 



inch, Plain Dipped Guard 2 
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12 
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'4 
16 
16 
16 
16 



Polished Guard. 



3 <>o 



Xickel-Plated Guard 4 00 



Black Guard 

Plain Dipped Guard 
Polished Guard 



2 50 

3 00 

4 (JO 



Xickel-Plated Guard 5 



00 



3 SO 



Black Guard 

Plain Dipped Guard 4 < )u 

Polished Guard g U() 

Xickel-Plated Guard 6 00 

Black Guard 4 q Q 

Suspended Fans to hang from chains, 12-inch, 14-iiu h and l6-inch, 

Same price as Standard Desk F'ans. 

Suspended from Brass Rod, with Mange and joint, extra........ 5 00 

Polished Rod, extra 7 00 

Xickel-Plated Rod 10 00 

Ceiling Fans, with 30-inch Sweep (Wood Blades) 5000 

(Metal " ) 55 00 



TRADE DISCOUNTS FURNISHED ON APPLICATION. 




UNIVERSAL JOINT BRACKET FAN. 



LIST. 




WOOD BLADE CEILING FAN. 



LIST. 




RIGID AND JOINT CEILING BUZZ FANS. 

12, 14 AND 16 INCH. 



LIST 



THE 

PARAGON IRONCLAD 
FANS — 

Can be obtained at wholesale and retail from the following well 
known electric supply houses throughout 

the United States ; 

("in. ago Edison Company, Chicago, 111. 

A. Shillinglaw, Western Union Building, Chicago, III. 
(Distributing Agent for Neb., Minn, and Iowa I 

Devf.re Electric Company, Cincinnati, Ohio. 

Vallee Brothers & Company, Philadelphia, Pa. 

Edison Electric Lighi Company, New Brunswick, N J. 

Michigan Electric Company, Detroit, Mich. 

Commercial Electrical Supply Company, St. Louis, Mo. 

Kiki.yn & Smith, Milwaukee, Wis. 

C. S, Knowles, 7 Arch Street, Boston, Mass. 
(Distributing Agents for New England. * 

Rokbins Electric Company, Pittsburgh, Pa, 

Standard Electric Company, Rochester, X. Y. 

E. G. Bernard Company, Troy, X. V. 

Wood <S: Speed, Louisville, Kv. 

Widmer & Spranley, New Orleans, La. 

Harris & Williamson, Birmingham, Ala. 

Savannah Electrical Si ppi/s Company, Savannah, Ga. 

Charlotte Maciiim Company, Charlotte, X. C. 

ROYCE & Makp \n, Washington. I). C. 

Paterson Distrk i Telegraph Company, Paterson, X. J. 
Manhattan Elei irk w. Supply Company, X. V. City. 
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JAMES KEMPSTER RRtNT. N Y. 



